USDA 



Urited States Department pf Agriculture 
Anir'rial and Plant Haaklli Inspection Servkia in^ iu 

Inspection Report 


UNIVERSITY OF THE OZARKS 


41 5 COLLEGE AVE 
CLARKSVILLE. AR 7SS30 


Customer ip- 0977 
Certificale; 71-H-0t04 

■RilP- firi1 

(b)(2)High,{b)(7)(f) 


Type; ROluTTINE INSPECTION 
Dale- Sep-IS-EOM 


No ncn-compliant items ideniilied this ingpectioo, 


Prepared By: 


Title; 

Received By; 


JEFFREY T BAKER, D.V.M, USDA, APHIS, Animal Care Qete; 

VeiE PI NARY M EO 1C AL OFFIC ER Inspector 4052 Sep-1 0-2008 



Title; 


Paje 1 ni 1 


Date; 

Sep-1 0-2000 




